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The Currency of Saudi Arabia

The currency of Saudi Arabia is the Saudi silver riyal and
piastre. The English gold sovereign is also in use.

The sovereigns with a King's head and St George are worth
more than those with the Qiieen's head or with the coat of arms
on the obverse. In some places the latter are even refused.

The riyal has approximately the same value as the Indian
rupee and is worth about one shilling and sixpence or less.

Until comparatively recently the tawil, a copper nail or hook,
was currency in Eastern Arabia, and the Maria Theresa dollar
was in use in Southern Saudi Arabia. Both are out of ordinary
use now.

The Turkish gold pound is still sometimes seen, but is worth
considerably less than the English "King's" sovereigns.